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of old Prussia, a poorly fortified city but an immense depot
of stores of all sorts.

3. PiUau, a fortified pentagon commanding the narrow
outlet from the Frisches-Haff to the Baltic.

4 Graudenz, a fort situated to the north of the town of
the same name, important as commanding a principal passage
of the Lower Vistula. It held out against the Ffench
throughout the campaign. It was too small to J>Q of great
yalue, and too much isolated. The siege was not worth
pressing with any great vigour, seeing that it was easy to
mask the place with a comparatively small force.